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A. 

Anfenils Covered 

By The Animal 
Welfare Ragulallona 

B. NumbsrofadrTal 
being bred, 
conditioned, or 
held fbr use In 
leaching, lasting, 
expartmants. 
lesasrch. or 
surgery but not ya 
used Idr such 
purposes. 

C. Numberof 
animals upon 
which teaching, 
leeaarch, 
experlmanls, or 
tests were 
conducted 
involving no pain, 
dIsliBss, or use e 
painHsllevlng 
dnigt. 

0, NunBar of enlmels upon 
whui expattmenls, 
leading, research, 
augvy, or tests were 
conAided Involving 
aocodianylng palnar 
disiMi lo the animals an 
fbr vNch appropriate 
anaMietlc. analgaale, or 
ban^iUizfng diuga were 
used. 

E, Number ofarimals upon which teaching, experimanti, 
research, surgery or tests wtra conduded Invdvlng 
accompanying or dlslresi to the animals and fd wh 

the use of appnipride anesihetle, analgesic, or tranquilli 
(bugs would have advenaly affaded Ihe procedures, res 
or interpFBtellon of the teaching, research, experiments, 
surgery, or tests. ( An explanation of Ihs procures 
producing pain or distress in those animals and Ihs ressf 
such (bugs were not used must be attached to Ihli lepori 

F. 

TOTAL number 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 



15 


15 

S. Cats 






8. Guinea Pigs 






7. Hamstara 






8. Rabbits 


163 

159 


322 

9. Non-hui nan Primates 



5 


5^f 

10. Sheep 






11. Pigs ■ 



211 



12. Other Farm Animals 












13. Other Animals 
























1 assurance statements 
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1 


leaching, testing, surge 

2) Each principal investigator has considered alternatives to painful procedures. 


gs, prior to. during, and following actual rest 


3) This facility is adhenng to the standards and regulations under the Ad. and it has lequired Hat escepSons lo the standards and regulations be specified and explained by the principal invesligalor and ap 
Inslllultonal Animal Care and Use Committee (lACUC). A summary of all such axceiittona Is attached lo this annual report In addition lo identifying the lACUC-approved exceptions, this summary int 
bnef explanabon of the exceptions, as well as the species and number of animals aftacted. 


4) The attending vetednanian Mr this research Mlilyhas appropnateauthonty to ensure the ptwislon of adequate veterinary care and lo oversee theadequacyof other aspects of animal care and use. 
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